CHAPEL  OF  THE  CENTURION,  FORT  MONROE, 
Old  Point  Comfort,  Virginia.  Protestant  chapel 
founded  in  1858  by  Lieut.  Julian  McAllister  in 
gratitude  for  his  miraculous  escape  from  death. 
Dedicated  to  the  Roman  centurion  Cornelius. 
Designed  by  Richard  Upjohn  who  also  designed 
Trinity  Church,  New  York  City.  President  and 
Mrs.  Woodrow  Wilson  worshipped  here  several 
times   in  1916. 
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